187 Meredith Ave 6G) SAVAGESISTERS 
Bryn Mawr PA 19010 


Each of the Mattresses in Savage Sisters Recovery homes are rated CF PAR 1633, and Fireproof 


Retardant. 


1, Adam Al-Asad, am able to acknowledge this as | oversaw the purchasing of each of the 
mattresses for the home, ensuring they were all new mattresses and up CF PAR 1633 standards. 


Sign: Adam Al-Asad 
Date: 08/2/2022 
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